CLASSIFICATION OFFICE DECISION 


Title of publication: 

Mia Jeune Infirmiere 

Other known title(s): 

Mia: Young Nurse 

Mia: Jeune Infirmiere Young Nurse 

OFLC ref: 

1000657.000 

Medium: 

DVD 

Distributor: 

Calvista NZ Ltd 

Director: 

Exopium 

Producer: 

Thierry Golyo 

Country of origin: 

Not stated 

Language: 

French, English 

Applicant: 

Film & Video Labelling Body 

Classification: 

Objectionable except if the availability of the publication is 
restricted to persons who have attained the age of 18 years. 

Excisions: 

No excisions recommended 

Descriptive note: 

Contains explicit sex scenes. 

Display conditions: 

None 

Date of entry in Register: 

18 May 2010 

Date of direction to 
issue a label: 

18 May 2010 



Components 

Running time 

Menu: 

Play 



Scene Selection 



Extras 


Feature (s): 

Mia Jeune Infirmiere 

85:51 

Timed component(s): 

Club Paradise 

1:00 


The Nurse 

1:00 





Tarra: Sex Tape 

1:00 


Slideshow 

3:40 


Notices 

0:59 

Total running time: 


93:30 


Summary of reasons for decision: 

Not applicable 



